


MEMORIAL TRIBUTE 
TO 
HERMAN GEIGER-TOREL (1907—1976) 


MacMillan Theatre, Edward Johnson Building, University of Toronto 


Tuesday, October 12, 1976 at 1:15 p.m. 


The assembly is asked to refrain from applause. 


Quintet in G Minor, K.516 Mozart 
Adagio ma non troppo 
Lorand Fenyves, violin Victor Martin, viola 
David Zafer, violin Victor Feldbrill, viola 


Vladimir Orloff, cello 


Tributes 
Ezra Schabas — Faculty of Music, University of Toronto 
Walter Homberger — Toronto Symphony 
Symphony in G Minor, K.550 Mozart 
Molto Allegro 
Members of the Toronto Symphony 
Robert L. T. Baillie — Canadian Opera Company 

Ingemisco — Requiem Verdi 


Ermanno Mauro, tenor George Brough, piano 


